62,¢3 = 19555 


ea )6CUdtlCUdPHEARR 
Pharr, Texas NURSERIES 


P. O. Box 178 


Pharr, Texas 


POTHOS AUREUS (Devil’s Ivy) 


ne 


No. 1—3 and 4 leat No. 2—2% in. pot No. 3—3 in. | pot No. 4—4 in. pot No. 1—4 and 5 leaf No. 1A—5 
rooted cuttings. grown. grown. | grown. ROOTED Tip Cut- leaf ROOTE 
tings. Cuttings. 


ed 6 No. 2—9% in. pot No. 3—3 in. pot No. 4—4 in. pot 
Tip grown. grown. grown. 


FICUS|ELASTICA (Rubber Plants) 


No. 1—3 and 4 leaf No. 2—2% in. pot No. 3-3 in. pot No. 1—Rooted cut- : No. 4—4 in. pot No. 6—6 in. pot 


rooted cuttings. grown. grown. tings. grown. grown. 


PHILODENDRON CORDATUM FICUS PANDURATA (Fiddle Leaf or Oak Leaf Rubber Plants) 


No. 1—3 and 4 leaf No. 2—2% in. pot No. 3-3 in. pot Small—4 and 5 No. 1—5 to 7 leaf 
rooted cuttings. grown. grown. leaf Rooted Cut- Rooted Cuttings. , 
tings. 


NEPHTHYTIS EMERALD GEM (African Evergreen) 


% 


No. eer and 4 leaf No. 2—2h in. pot in, pot No. 1-3 and 4 leaf No. 1A—2 and 8 No. 1B—4 and 5 No. oo in. pot No. 4—4 in. pot 
rooted cuttings. grown. Bare Root Plants. leaf Bare Root leaf Bare Root grown, 2 and 3 grown, 3 and 4 
Plants. Plants. plants to pot. plants to pot. 


